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Logged Formula Worksheet 

2/21/2012 2:21:11 PM 
Page 1 

IDO/BUPIV/HYAL (PF) 1 %-0.375%-5U/ML INJECTABLE 



LG2 It 


^ 3.834 <3 • ; 

W^ilpLY si' 

iMINGHAM, MA 01 74 


Flavor: 

Description: 

Quantity made: 3300 ML 


Batch yield: 3,300.000 


Schedule: L 

PCCAID: 

Route of admin: 



Log ID: 217479 


Date made: 2/21/2012 
Lot number: 02212012@91 

Beyond use date: March 22, 2012 2:21 PM 

30 days after compounding date 

Pharmacist: GC 

Technician: <NONE> 

NDC1: 

Packaging: 10 ML CONTROL $YRINGE,T.E.CAP 

Equipment: 


Pricina calculations from the loo 

Estimated price 

$181,506.90 

as of_ “s. 

Ingredient cost 

$0.00 

\ 

Device cost 

^$0:60 


Time cost- 

$0.00 

Time to make: \ 0 

— -profit 

$181 ,506,90 

\ 

t 


Labeling: REFRIGERATE 
Stability information: 

Chemicals 


Sch. 





iw _ 

?nM 



f J~~g = 

V^$33.0Q 


Actual&ast’&’tiate 


, UDOCAINE HCL (STERILE) POWDER L 

Lot #: 75987/C Mfg: MEDISCA 

Chemical Code: Volume: Potency: 

Balance: 


(STERILE) POWDER Ipl 

3U0QC Mrs:-*™ 


33 GM 1 — -0 
£Sp. da)e: 9/30/2015 

CS^amcunt 

/ NOC; 38779ti082C 


09/26/2008 

Whlsr: MEDISCA 

AWP: 

Each ML contains 0.01 GM or 1% 

18208 ChemlnvID; 0 



BUPIVACAINE HCL 

, v, Lot#:za099/CL \ }3 

/ _ Chemical Code: 1 


cJD 

■&6A 


6 



Volume: 


Potency: 


12/28/2009., 
* 


12.375 GM1^~0 $12.38 

Exp. date: 400/2046- Whlsr: MEDISCA , 

Q3 amount: . — \§l~7 r f) kjf AWP: ir:6o 

T ^ 7 Each ML contains 0.0037S GM or 0.375%^ 

NDC: 38779-0524-05 ChemlnvIDf 0 ^ 






.URONIDASE (PF) 150 U/ML INJECTABLE 
0202201 2@44 Mfg: STORE 

Chefnfea H3od e^. VolSwSi ‘ ~~ 


~“Y/C 


late: 7/31/2012 

QS amount 


□ 



NDC: 51 927-3038-00 


$0.00 - 

Wjsfeh STORE r 

AWP: 

Each ML contains 0,0332 ML or 3. 


ChemlnvID: 7439 


4059 MG [/ □ $0.58 

. date: 11/30/2012 Whlsr: MEDISCA 

QS amount: 


EDETATE DISODIUM (STERILE) POWDER 
Lot #: 73040/F Mfg: MEDISCA 

Chemical Code: Volume: Potency: 

ilance; 



AWP: 

Each ML contains 1 .23 MG or 0.123% 


02/23/1998 
$0.00 



NDC: 51927-1317-00 

ChemlnvID: 

80 

y^SODIUM CHLORIDE 0.9% (PF) LIQUID 

3300 ML |x| 

$3,300.00 

06/17/2005-"'"' 


7 Lot #: 08-109-JT 

^ ^ ChemicaLCode: 
Balance: 


Mfg: HOSPIRA 

~ Potency: 


Exp. date: 8/31/2013 

GS-amownt 


Whlsr: BRAUN- . 

AWP: ^ 

Each ML contains 1 ML or 100% 

NDC: 00264-7800-00 ChemlnvID: 288 


$0.00 


(Added all GM & GMS: 45.38) 


Log Instructions & Notes 


. $3,345.96 

n 


A 


Originally made as: 3300 L!DO/BUP(V/HYAL (PF) 1%~0.375%-5U/ML INJECTABLE 
Calculated lot number: 0221 201 2@91 Beyond use date: 3/22/2012 
FORMULA INSTRUCTIONS: 


Pretervilive-free 
Single me only 


FACILITY NAME: MASS EYE AND EAR INFIRMAR Y, BOSTON 

ZEBRA LABEL: 99700100228 

FACILITY GETS SPECIAL 10ML CONTROL SYRINGES. SPECIAL 

NOTE: 10ML FILL IN 10ML SYRINGE. 


•. "EYE BL 

Ltdocaine Wo 

Bupivacalne 0.375% rfln 

H yaturonidas e 5 Units/mL uw »221^S 

Exp. 03/22/2012 

lomL finniifiiiiiiiiiiii!iiiiiii 

997001 Q022B <-* 


647 Witva rly St. 
AMhlkUk MA 9T702 




897001 00228 


THIS FORMULATION IS A STERILE FORMULATION AND MUST BE MADE BY A PHARMACIST/Tl 
APPROPRIATELY TRAINED IN ASEPTIC TECHNIQUE. 






3-316 


DOJ NECC001 109454 


• •// . 


aiv.*Mfrw-/| i 


/ / 


Logged Formula Worksheet {standard) 

2/21/20 
Page 2 


// 2/21/2012 2:21:11 PM 


LIDO/BUPIV/HYAL (PF) 1%-0.375%-5U/ML INJECTABLE 




NEW ENGLAND COMPOUNDING CTR 
697 WAVERLY ST. 

697 WAVERLY ST. 

FRAMINGHAM, MA 01702 Ph.800-994-6322 


0 

Flavor: Schedule: L 

Description: 

Quantity made: 3300 ML Batch yield: 3,300.000 PCCAID: 

Qty remaining: 3,300.000 Route of admin: 


SYRINGE SIZE: 
QUANTITY:. 
LOT#’S 



1 /- 

FILTER LOT # "IQ K * 1 * 3 4 5 6 ^ / 1 /// 


SYRINGE LOT. ^ -JO | 7 , @ >Z4fa 

:■£)& - 


STOPPER LOT# 


Active 0 
Formula ID: 10070 
Log ID: 217479 


FORMUL A****^*** * a ' ^***^* ' ^ * ** a ** aa ** ' ^**^* AaaJ( * a ** , ** iU * ' **^ 


1) WEIGH LIDOCAINE HCL , BUPIVACAINE HCL, EDETATE DISODIUM IN STERILE WEIGH CUP 

?) ADD 60% OF FINAL VOLUME OF SALINE 0.9% (PF) WITH STIRRING TILL SOLUTION IS FORMED 

3) MEASURE AND ADD WITH STIRRING THE APPROPRIATE VOLUME OF HYALUONIDASE 150U/ML (PF) "STOCK- 

SOLUTION >- 

4) CHECK AND RECORD PH=( LJ] ), NORMAL RANGE = 4.5-5.5***.(PH ADJ MUST TAKE PLACE TO MAINTAIN 
STABILITY OF H YALU RON I DAStV-tOCAL ANESTHETICS) ADJUST IF NEEDED THAN QS TO FINAL VOLUME 
WITH 0.9% SALINE (PF). 

5) FILTER TROUGH .22 MICRON FILTER (NALGENE -VAC. OR DISK FILTER BASED ON LOT VOLUME) 

6) DISPENSE 1 0ML IN A SPECIAL 1 0ML CONTROL SYRINGE 


date entered: 
Checked by: 



Last modified: 2/21/2012 2:21 :05 PM by: 
__ Date: ~~ 
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